ETag: "bda98d759293abd957e29ad39394d7a9"
authorization: LOW 3ozqvYVYZEAehk4f:REDACTED_BY_IA_S3
connection: close
content-length: 5002686
expect: 100-continue
host: s3.us.archive.org
te: deflate,gzip;q=0.3
user-agent: ias3upload/0.7.2
x-amz-auto-make-bucket: 1
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-abstract: Accurate measurement of stoichiometry of GaAs provides new data which are used for calculation of the atomic weight of Ga. Using the IUPAC accepted value for the atomic weight of As (74.9216), the atomic weight of Ga based on this work is 69.737 � 0.006. The mean of two independent chemical values for the atomic weight of Ga, one obtained by Lundell and Hoffman and the other in this work, is 69.735.
x-archive-meta-cite: J. Res. Natl. Bur. Stand., Vol. 81A, No. 1, p. 1
x-archive-meta-collection: NISTJournalofResearch
x-archive-meta-creator: Marinenko, George
x-archive-meta-date: 1977
x-archive-meta-description: Journal of Research of the National Bureau of Standards
x-archive-meta-issue: 1
x-archive-meta-language: English
x-archive-meta-mediatype: texts
x-archive-meta-page: 1
x-archive-meta-publisher: National Bureau of Standards
x-archive-meta-rights: The Journal of Research of the National Institute of Standards and Technology is a publication of the U.S. Government. The papers are in the public domain and are not subject to copyright in the United States. However, please pay special attention to the
x-archive-meta-title: On the atomic weight of gallium
x-archive-meta-volume: 81A
x-archive-meta01-subject: Atomic weight
x-archive-meta02-subject: coulometry
x-archive-meta03-subject: electrochemical equivalent
x-archive-meta04-subject: gallium arsenide
x-archive-meta05-subject: gallium atomic weight
x-archive-meta06-subject: stoichiometry
x-upload-date: 2012-04-06T18:05:14.000Z
